To:  Flannery  0'Neil[foneil@sjbhd.org] 

From:  Faulk,  Libby 

Sent:  Sat  8/8/201 5 9:51 :33  PM 

Subject:  RE:  Spanish  Translation 


I sent  it,  did  it  not  come  through?  I’ll  resend.  Libby 


Libby  Faulk,  Program  Manager 

Public  Affairs  and  Community  Involvement 

US  EPA,  Region  8 

1595  Wynkoop  Street 

Denver,  CO  80202 

faulklibbv@epa.gov 

303-312-6083 


From:  Flannery  O'Neil  [mailto:foneil@sjbhd.org] 
Sent:  Saturday,  August  08,  2015  3:50  PM 
To:  Faulk,  Libby 
Subject:  Spanish  Translation 


Any  updates  on  this? 


Thanks!! 


Flannery  O’Neil,  MPH 

Health  Planner  and  Communications  Director 
San  Juan  Basin  Health  Department 
(970)335-2087 
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